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ARCH DAMS

[CHAP. 13

(3) Draw the extrados and intrados curves 1-6-4 and 2-5-3 for the top
arch.   The angles 1-0-6 and 6-0-4 should each equal a.   A small departure

is unimportant.   The 220-ft span length cannot be precisely known in advance
of excavation.

(4) From point 6 lay off the arch thickness at successive contour intervals
toward point 7.